


ARE WE REALLY 
GOING ТО A DANCE BAR? 
I THOUGHT THEY WERE ALL 


SHUT DOWN? THERE ARE STILL A FEW 
SECRET ONES OPEN. 


IF I GOT A HOT ONE, 
I WOULD FUCK HER 
ALL NIGHT LON 


Í LISTEN TO THIS Guy! 
HE THINKS HE'S A CHARACTER 
L FROM THE SAVITA BHABHI SERIES! 


YAH! THIS ONE 
HAS THE SEXIEST RANDIS BHAI. 


1 LOVE THAT SERIES! қ 
I'M SO GLAD IT CAME BACK 
AFTER BEING BANNED. 


I THINK IT'S COMING ИР 
ОМ ITS SOTH EPISODE SOON. 


I LOVE EACH EPISODE, 
BUT THE FIRST ONE WAS 
THE BEST! 





ΜΑΝ... ΙΕ THAT 
BRA SALESMAN WAS REAL, 
НЕ WAS ONE LUCKY ΘΗΝ. 


¿s 


WHO SAYS 
HE WASN'T REAL 
“а в: 


I KNOW THIS 
FOR A FACT BECAUSE 
тм HIM, 


WHAT'S 
THAT, FRIEND? 


THE BRA SALESMAN 
FROM THE SAVITA BHABHI 
SERIES IS REAL. 


HAHA! 1 THINK 
THIS GUY HAS HAD 
TOO MUCH TO DRINK, 


THE SAVITA BHABHI 
COMICS ARE FICTION, GUY, 
NOT REAL, 


OH, THEY'RE 
REAL ALRIGHT. LET ME 
TELL YOU THE TRUE 
STORY! 








THE CITY'S MEGA MALL WAS JUST OPEN DAY IN AND DAY OUT WAS NOTHING 
FOR A FEW WEEKS, SO THERE WERE STILL 2 BUT WATCHING MY EMPLOYEE KOMAL 
NO CUSTOMERS COMING INTO MY BRA STORE. STOCK THE STORE. 


AFTER EXTENDED PERIODS 
OF BOREDOM, YOUR 
MIND BEGINS TO WANDER... 


SIR, WERE YOU 
IMAGINING ME IN LINGERIE 





; IT'S OKAY. I UNDERSTAND. Ne THE FIRST DAY WAS A WASTE 
WE REALLY NEED TO GET SOME VLE A OF ae AND EFFORT. 
CUSTOMERS SOMEHOW. I ALMOST GAVE UP, BUT I WANTED 
TO GIVE ONE MORE HOUSE А TRY... 


THAT'S WHEN IT HIT МЕ! 
IF CUSTOMERS WOULD NOT COME 
TO ME, THEN I WOULD GO TO THEM! 


» HELLO? 
HOW MAY I HELP 
YOU? 
wow! 
WHAT A HOT 
BHABHI! 





“Ne 
IT WAS SMART THINKING 
TO ASK FOR A GLASS OF WATER YES, WATER ΜΑΝ 2 MA'AM, | 
AS АМ EXCUSE ТО ВЕ LET INSIDE. Т THE ONLY THING PLEASE SEE THIS... IT’S 
WAS THIRSTY FOR! A SPECIAL PIECE! 


OKAY, WAIT 
HERE FOR A MOMENT, 


1 HAD NOT REALIZED 
THAT HER BOOBS WERE EVEN 
BIGGER THAN I IMAGINED. 





SHE HAS A GREAT ASS, BUT 
THIS WAS THE MOMENT WHERE WE GOT 
TO SEE 5АМТА'5 MASSIVE TITS! 


OH, NO MY FRIEND... 
—— 
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ἆ 
ек 


175 TOO BAD YOU ONLY 
GOT TO SEE А FEW GLANCES. 


AT MY POSITION ALONG 
WITH THE MIRROR. 





BUT THEN SHE CAUGHT 
YOU IN THE MIRROR 
WATCHING HER. 


Yes, I THOUGHT 
SHE WOULD CALL HER 


HUSBAND OR THE POLICE... 


SEEMED AS IF KNOWING 
I WAS WATCHING TURNED 
HER ON MORE! 





BUT SHE KEPT PLAYING WITH HER 
BOOBS AS IF SHE DID NOT 
SEE ME AT ALL! 








MY COCK WAS SO HARD 
IAT 
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24 
HER HAND INSIDE HER PANTIES 
MASTURBATING HERSELF! 





FUCK, MY THOUGHTS EXACTLY! 


THIS IS SO HOT 
< THEN SHE CALLED ME INTO 
I CAN'T STAND IT! HER BEDROOM... 








WITH HER BRA OFF 
AND COMPLETELY NAKED, 
I THOUGHT ITS BEST I LEAVE 
THE ROOM NOW, BUT. 





DO YOU THINK 
YOU'RE GOING? 


MEASURE THEM 
5Ο YOU CAN GET 
THE PROPER SIZE 





AS I REACHED INTO MY PANTS 
FOR THE MEASURING TAPE, 
I PRAYED THAT THIS HOT BHABHI 
WOULD NOT SEE HOW HARD SHE 
HAD MADE MY COCK! 


P-PARDON № 
1 J-JUST HAVE ТО G-GET 
AROUND Н-НЕКЕ... 


THERE WE ΑΒΕ. 
SO WHAT'S THE 
RESULT2 





5, UM., IT'S... WHEW, 
IT'S HOT ІМ HERE, 
DON'T YOU 
THINK2 


I THINK 
I BROUGHT THE 
WRONG MEASURING 
TAPE, 


„АМО МУ COCK TOOK OVER MY BODY, 


OH, 

THEN NOW WHAT 
WILL WE ВО TO 
MEASURE MY BREAST, 
SIZE? 





MY HANDS WERE MOVING ON THEIR ом | | 
1 COULD NOT STOP THEM IF I WANTED Т 


W-WHAT 
ARE YOU DOING?! 
I ONLY WANT YOU 
TO MEASURE 
MY BREASTS! 


THAT'S, т 


WHAT ТМ 
DOING... 


της Ч 

SEEMS SO WRONG 
PLEASE DON'T 

PRESS MY BOOBS 
LIKE THAT... 


| ОВОМЕ МЕ, MADAM, 


I JUST CAN'T STOP 
MYSELF) 





RIGHT NOW 
I AM MORE INTERESTED IN 
THIS GUY'S SAVITA BHABHI STORY 
THAN PUSHING MY DICK INTO 


ING. ) 
WHAT HAPPENED 


МЕХТ2 





I EXPECTED HER TO SLAP ME AWA' 
BUT SHE SEEMED REALLY INTO 


| PLEASE STOP! 


MY HUSBAND 
WILL BE HOME a = 
SOON! 


I'M SORRY, MADAM, κ 


1.. I DON'T KNOW WHAT 
CAME OVER МЕ, I WILL 
LEAVE NOW., 





|" ината! -. 
1 DON'T REMEMBER үй 


ТНАТ ҒЕОМ 
COMIC: 


TURNED ME ON TOO 
MUCH NOW... 


THERE ARE ONLY 
SO MANY PAGES ALLOWED. 
SOME THINGS WERE 
EDITED OUT FOR LENGTH 
RESTRICTIONS. 


T WANT YOU Ж 
TO FINISH WHAT) Ж 
YOU STARTED! «ӘС» , 
се 
S 
Ν 


~ | 
N А 


AGE GENTLE. 





ALRIGHT, 
И Тт EAR TOO HORNY NOW. 
ІМ GOING OUTSIDE TO 
COOL OFF. 


HAHA, 
DON'T ТЕМРТ 


YOU 
SHOULD GO TO 
THE TOILET AND RELIEVE 
YOURSELF. 


SO THE STORY 
5 GETTING BETTER AND BETTER! 


KEEP GOING! 
MAYBE 


ТИ. SEE THAT 
HOT WAITRESS THERE... 
OR YOUR MOM! 


THAT'S 
WHAT 1 DID. 





I TREATED HER AS GENTLY AS I COULD, 
LIKE WE WERE BOTH VIRGINS TOUCHING 
SOMEONE FOR THE FIRST TIME, 


WE KISSED EACH OTHER 
(А5 IF ΜΕ WERE SOULMATES. 


OF COURSE, MADAM, 
IT'S READY AND 
WAITING! 





I STOOD UP TO > | SHE SEEMED IMPRESSED 
MAKE THINGS EASIER FOR HER, WHEN SHE UNLEASHED 
BUT I EXPECTED HER MY HUGE DICK! 


ТО STOP АТ ANY TIME, 


SURPRISED I DIDN'T СИМ 
AS SOON AS HER TONGUE FIRST 
TOUCHED THE ТІР ОҒ MY COCK! 


10 DIE A HAPPY МАМ 
IF SAVITA BHABHI SUCKED 
MY DICK! 





I THOUGHT 
IT WAS GREAT WHEN SHE 


I THOUGHT I WAS ALREADY 
IN HEAVEN AS I LOOKED DOWN 
| ТО SEE SUCH A SEXY BHABHI 
SUCKING MY COCK! 


„ BUT THEN 
I REALLY DISCOVERED 
PLEASURE WHEN 
SHE DEEP THROATED 
THE WHOLE THING! 


OH, MY PUSSY q 


15 SO WET! PLEASE 
У РО ІТ NA! 





IS THE STORY 
OVER YET? 


SIT DOWN 
AND SHUT UP! 
HE'S ABOUT TO FUCK, 
SAVITA! 


WITH THE SKILL OF 

A PORN STAR, SHE 
LINED HER WET PUSSY UP 

WITH MY COCK... 


SURE, MADAMII! 
ANYTHING TO 


Рај А». | THERE'S NOTHING ELSE 


IN LIFE BETTER THAN 


Wed Гн FEELING OF SAVITA'S 
Г МЕТ PUSSY WRAPPED 
AROUND YOUR 
THROBBING COCK! 





YOU, MY FRIEND, 
ARE MY PERSONAL 
HERO, 


LUCKIEST MAN 
IN THE WORLD SITTING 
RIGHT HERE! 


HER ASS WAS JUST AS SILKY SOFT AS 
вт! 


PRESS ТНЕМ 
HARDER! 
I'M GONNA 
сим! 





THE SEX SCENE IN THE COMIC WAS SO SHORT. SO THE COMIC MISSED OUT THE PART 
I HAD TO CHANGE POSITION TO KEEP WHERE I FUCKED HER HARD ИР 
THE SEX FROM BEING OVER TOO QUICKLY. | AGAINST ΤΗΕ ΜΑΗ. 





THOSE GLORIOUS BREASTS 
OF HERS PRESSED UP AGAINST 
THAT SHITTY WALL PAPEI 


Yes! 
THAT'S IT... 
PULL ON МУ 


| HAIR! 





THEN SHE TURNED ROUND SUCH A POLITE WOMAN, 
TO GIVE ME A BETTER LOOK EVEN UNDER SUCH 
AT ALL SHE HAD TO OFFER... CIRCUMSTANCES НАН; 


PLEASE... 
SUCK ON MY 
NIPPLES. 


THEN SHE SEEMED 
TO SENSE MY EXHAUSTION AS 
I SAT DOWN AGAIN. SO SHE 
CLIMBED BACK ON AND 
TOOK OVER. 





NO. NO, 
PLEASE DON'T CUM 
W-WAIT FOR ME... 
1.. 1 WANNA сип Q, INSIDE ме! 
WITH YOU... 





THAT WAS THE BEST ORGASM 
OF МУ НЕЕ, I HAD CUM 
ALL OVER HER STOMACH 

AND PUSSY! 


LIKE A GOOD HOST, 
SHE LET ME GET 
SOME REST WHILE 

SHE MASSAGED ALL 
MY LOVE JUICES 

INTO HER SKIN LIKE 

AN EXOTIC LOTION. 


50 THAT'S IT. 
THAT'S HOW I MANAGED 
TO FUCK SAVITA BHABHI. 


BUT THAT'S YEAH, I'VE READ 
NOT THE END OF EPISODE ONE A 
THE STORY. HUNDRED TIMES, 





HMMM, WHAT ELSE COULD 1 5Α 


— 


І GOT DRESSED WHILE SAVITA BHABHI => | 
LAID ON THE SOFA COMPLETELY NUDE. 


тм 





I REMEMBER WANTING ТО STAY, 
BUT I WANTED TO RUSH OUT OF THERE 
BEFORE HER HUSBAND CAME HOME, 


THANKS FOR SHOWING ME 
A GOOD TIME, I SHOULD 
PROBABLY GO NOW. 


YEAH, THAT'S 
PROBABLY A GOOD IDEA. 
SO MISTER... 





ΠΣ мы 
HAHA, YOU GUYS 


ARE GREAT. HAVE A 
GOOD NIGHT. 4 


WHEN ARE YOU 
COMING BACK WITH 
THE RIGHT SIZED 


СО HEY, WHAT 
(WAS THAT GUY'S NAME, 
ANYWAY2 


xc 
І CAN'T SEEM 
TO REMEMBER WHAT 
IT WAS FROM THE 
COMICS... 


THAT'S BECAUSE 
IN FIFTY EPISODES 
IT HASN'T BEEN REVEALED YET, 
WE HAVE TO CATCH THAT GUY 
BEFORE HE GETS FAR! 


WE COULD 5 
THE GREATEST KIRTU 
MYSTERY TONIGHT! 


HE'S GONE! 

LIKE HE WAS NEVER 
Р HERE! АН, МЕЦ... HOPEFULLY 

Е WE'LL FIND ОИТ HIS МАМЕ 
BEFORE SAVITA BHABHI 
| EPISODE IOO!!! 
{ 
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